Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Text 



UNCLASSIFIED 

PAGE 01 EC BRU 06397 091843Z 
62 

ACTION EUR-25 

INFO OCT-OI ISO-00 L-03 SCI-06 NSF-04 ACDA-I9 CIAE-00 

INR-10 NSAE-00 RSC-OI DRC-OI /070W 

081797 

R09I722ZNOV 73 
FM USMISSION EC BRUSSELS 
TO AEC HQS GERMANTOWN 962 
INFO SECSTATE WASHDC 6005 
AMEMBASSY PARIS 

UNCLAS EC BRUSSELS 6397 

E.O. 1 1652: N/A 
TAGS: TECH, FR 

SUBJECT: U.S.-ERANCE REACTOR SAFETY EXCHANGE 
AEC FOR DR. BECK, REG AND W. BURKE, DIP 
REP: LAFLEUR CABLE TO ROUSSO, NOV 8 

1 . CONTRARY TO ROUSSO-LAFLEUR TELECON OF NOV 9, 

FRENCH WISH TO HOLD WORKING DINNER WITHH DR. BECK ON NOV 14 
AND NOT NOV 15. MR. JEAN SERVANT, TRENCH MINISTRY OF INDUSTRIAL 
DEVELOPMENT, WILL ATTEND WITH JEAN BOURGEOIS, CEA DIRECTOR OF 
REACTOR SAPETY. 

2. BURKE, DIP, PLEASE INFORM DR. H. KOUTS, REACTOR SAFETY 
RESEARCH, THAT WORKING LUNCH PROPOSED BY PIERRE TANGUY, CEA 
SAPETY CHIEF, ON NOV 14. IF KOUTS NOT ATTENDING PARIS MEETING, 
INVITATION IS EXTENDED TO HIS ALTERNATE. 

3. PLEASE INFORM PROMPTLY IF ABOVE ITEMS ARE NOT 
ACCEPTABLE. 

GREENWALD 
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